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OIL  FUEL  ON   LAND.

FlGITEK  35.

FIQURK 36.

furnace with a layer of firebrick ; and to build up a circular
wall of firebrick, which serves to protect the lower warns
of the boiler, and enables sufficient heat to be retained in
the furnace to re-light the burners should a momentary
interruption of the flow of oil occur.
We have already discussed the matter of the evaporative
power of a boiler arranged ia this manner.
Pig. 36 shews a Cochran Boiler arranged for oil-firing
exclusively through the " ashpit."
This is a much better arrangement than the last, and,
in fact, represents the best possible mounting for land
purposes.